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creases the back pressure.    The weight is adjusted before leaving
the factory and rarely requires readjustment.

With this filter the results depend exclusively upon the care and
regularity in washing.    The filter should be washed once in every
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FIG. 39.   PRESSURE FILTER.
twenty-four hours if in service. Only sufficient alum solution is
to be used to produce clear filtered water. The coagulant tank
should at all times contain alum.
Steam Engines. In classifying engines with regard to their gen-
eral arrangement of parts and mode of working account has to be
taken of a considerable number of independent characteristics. We
have, first, a general division into condensing and non-condensing
engines, with a subdivision of the condensing class into those which
act by surface condensation and those which use injection. Next
there is the division into compound and. non-compound, with a